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Message Text 


UNCLASSIFIED 

PAGE 01 DACCA 04769 290822Z 

21 

ACTION MED-03 

INFO OCT-01 NEA-10 ISO-OO /014W 

030373 

R 290500Z SEP 75 
FM AMEMBASSY DACCA 
TO USPHS PERRY POINT MD 
INFO SECSTATE WASHDC 8233 

UNCLAS DACCA 4769 

E.O. 11652 : N/A 
TAGS : AMED, BG 
SUBJECT : MED SUPPLIES 

1. SODIUM AMYTAL 200 MGS I. V. X30 

LILY 

2. DEMEROL 100 MGS/2MLS I.V. X20 

'WINTHROP' 

3. VALIUM 10 MGS/2 MLS I.V. X100 

'ROCHE' 

4. PHENOBARBITAL 32 MGS TABS X500 

5. LASIX 40 JGS TABS X100 

HOECHST' 40 MGS/2 ML VIALS PACK OF 50 

6. PREDNISONE 5MGS TABS X100 

7. DECADRON FSN 6505-963-5355 

'MSD' 4 MG/1 CC SYRINGES X30 

8. HYDRO-DIURIL 50 MGS 

'MSD 105' 2 BOTTLES OF 100 

9. SOLUCORTEF 100 MGS AMPS X30 

'UPJOHN 1 

UNCLASSIFIED 

UNCLASSIFIED 
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10. ALDOMET 250 MG TABS X100 
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1 1 . HYPERSTAT I. V. INJECTION 

'SHERING' 300 MGS/20 MLS X5 DOSES 

12. ALDACTONE-A 25 MGS X100 TABS 

'SF.ART.F.' 

13. INH 300 MGS TABS X1000 

CIBA' 

14. AMPICILLIN (1) FSN 6505-770-8343 

250 MGS 

(2) FSN 6505-926-8924 
PAEDIATRIC SYRUP 125 MGS/5 

ONIR MLS 10 BOTTLES 

(3) INJECTION 250 MGS X20 

500 MGS X20 
100 MGS X20 

15. GANTANOL 500 MGS X200 TABS 

'ROCHE' SYRUP 500 MGS/5 MLS-( 1 6 OZS) 

10 B 

GTLES 


16. (,5354-:6:)8,3 * , 6505-286-7302 

250 MGS X100 CAPS PER BOTTLE 
4 BOTTLES 

1 7. BACTRIM 400 MGS X500 DRAPSULES 

'ROCHE' 200 MGS/5ML SYRUP X20 BOTTLES 

100 MGS X200 TABS 

18. STREPTOMYCIN 2 GRAM VIALS X20 

'UPJOHN' 

19. BENEMID 500 MGS TABS X100 

'MSD 501' 

UNCLASSIFIED 

UNCLASSIFIED 
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20. POTASSIUM PENICI- 1 MILLION UNITS X10 

LLIN-G 5 " " X10 

'SQUIBB' 10 " " X10 

20 " " X10 

21. ALKA SELTZER C 36 TABS 

'MILES' INDIVIDUALLY PACKED X5 BOXES 
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22. SODIUM BICARBONATE I.V. SC. 3.75 GM/50 CC 
STERILE SOLUTION 25X50 ML AMPOULE/BOX 

23. TYLENOL PAEDIATRIC 120 MGS/5 MLS X25 BOTTLES 

'MCNEIL' WITH CODEINE 30 MGS TABS XI00 

24. PHENOBARB 150 MGS AMPS I.V. X30 

WE DON'T HAVE THE PROPER FSN CATALOGUE SO WE HAVE FURNISHED A 
COMPANY NAME. SIMILAR DRUGS BY OTHER COMPANIES AREPERFECTLY 
ACCEPTABLE. 

WE HAVE SENT SEVERAL REQUESTS (REF: DACCA 4614, 4580, 4457 AND 
4340) BUT HAVE NOT RECEIVED ANY ITEMS. REQUEST THAT THEY BE 
SENT ON AN URGENT BASIS AND AIR POUCH MARKED AS "MEDICINE". 

INCIDENTLY, ARE THE NUMBERS IN THE NATIONAL DRUG CODE DIRECTORY 
THE SAME AS FSN? WE HAVE THE NDK CATALOGUE OF 1972. 

FISCAL DATA: 1960113 5409 650586 340901 2640 $320.00 
BOSTER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DACCA04769 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750336-0725 
From: DACCA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975096/aaaaafda.tel 

Line Count: 136 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION MED 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MartinML 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 JUN 2003 by MaustMC>; APPROVED <28 JAN 2004 by MartinML> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: : MED SUPPLIES 

TAGS: AMED, BG 

To: n/a 

Type: TE 
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